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Geoohvsioax institute, mua ragtc 


I ” ^ 9 

The Geophysical InStltwx^(03TVOS LORAND ®0FIZIKAI INTEZET) 


is situated at BUDAPEST, Voroshilov ut* 99. The head of the Institute 


was DOiZBOI Tiborj 


Until 1954 the Institute was subordinated 


to the Ministry of Mines, but was then transferred to the control of the 


Directorate of Geophysical Research* 


The Institute was divided into six departments: - 
(a) Seismic Department* Head - GALTTjY Janos. 


(b) General Department* Hoad - STEGENA Lajos, 

(c) Magnetic Department, Head - FACSINAI (fnu) 

(d) Electricity Department, HeadJfijtejjpTYEN Karoly, 

(e) Registration of Eaifc TrcmorstJ^^^p. ~ BARTA 

(f) Gravitation Department* Hea^gj^H/yiZ Istvan* 


- BARTA Gyorgy, 


There were no Russian advisers attached to the Institute, 


The General Department (see para* 2(b) above) was divided 


into throe sub-departments:— 


(a) Geochemistry, Head - BERGR Arpad. 

(b) Geothermic, Head - B0RV.iTH Gyula, 

(c) Physics Laboratory. ''Head - KOCH Gyorgy, 

5* The ?rinoipal task of f the “geothermic Department '(see para. 4 (b) 

above) was the construction and maintenance of seismometers Vind seismo- 
graphs which wore rsed principally in oil prospecting* The seismometers 


and seismographs were based entirely on current 


models. 


In addition a considerable amount of rosearoh was oarriod out 


jointly by the Seismic and the General Departments on the ’development of a 

C r ft n r t /magnetophone 
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magnetophone in connection with its use for the prospecting for oil* 
coal and minerals* This particular research was completed by October 
1956 but the general use of the magnetophone in the field for prospecting 


was prevented by tho outbreak of the Revolution in Odtobor 1956 * 

nu 

and 


one magnetophone cost about 2,000,000 florints to construct 

/unspecified Hungarian firm was engaged on manufacturing then 


for export to GZECHDSLOVxJCL/i and CHINA. One magnetophone was used by 
the Institute. 

7* The method of using the magnetophone for prospecting was as 

follows 

The magnetophone whioh was carried in a van* was connected 
to ten seismometers by cables. A charge was then detonated at an 
unspecified distance from tho seismometers and the latter registered 
the shock waves end transmitted then to the magnetophone whioh 
recorded then on a 10 cm. wide paper tape* A violent oscillation 
in the waves would indicate the presence of an abnormal stratum* 
iic* oil or coal etc. The team operating the magnetophone was, 
however, able to calculate from the readings produced on tho tape, 
the location on tho ground whore tost drilling should bo made to 
ascertain the exact nature of tho deposit* 

8* No prospecting for uranium was carried out by tho Geophysical 

Institute* 
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